7F8 
MEDIUM-MU TWIN TRIODE , 


: GENERAL DATA 
Electrical: 
Heater, for Unipotential Cathodes: 


Direct Interelectrode Capaci i tances: 
Each Unit: 
Grid to Plate... . L 4 
Grid to Cathode. .. 2.88 as 
Plate to Cathode. . 1.4% . 
Heater to Cathode. . 2.8** . 
Grid to Grid. .... 0.1 max. 
Plate to Plate. ... 0.5 max.” 


* with external shield connected to cathode. 
“with external shield connected to ground. 


Mechanical: 


Pin 1-Grid of 
Unit No.2 
Pin 2-Heater 
Pin 3-Plate of 
Unit No.2 
Pin 4 -Cathode of 
Unit No.2 
Pin 5—Cathode of Plug -Base 
Unit No.1 Shel] 


AMPLIFIER -Class Aj 


Values are for each unit 


Pin 6-Plate of 
Unit No.1 

Pin 7- Heater 

Pin 8-Grid of 
Unit No.1 


Maximum Ratings, Design-Center Values? 
PLATE VOLTAGE 300 max. volts 
PLATE DISSIPATION (Total for both units) . 3.5 max. watts 
GRID VOLTAGE: 
Positive bias value O max. volts 
PEAK HEATER-CATHODE VOLTAGE: 
Heater negative with respect tocathode . 90 max. volts 
Heater positive with respect tocathode . 90 max. volts 


Characteristics: 


Plate Voltage. ...... 250 . volts 
Cathode-Bias Resistor. Geo 7b . T 500 .. ohms 
Amplification Factor ; 48 


D Wominal voltage = 7.0 volts. Nominal current = 0.32 ampere. 
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7F8 . 
MEDIUM-MU TWIN TRIODE 


Plate Resistance (Approx. ) 
Transconductance 
Plate Current 
Grid Bias for plate current of 
10 wa (Approx.). ©.. 


Maximum Circuit Values (for maximum rated conditions): 


Grid-Circuit Resistance: 
For cathode-bias operation 0.5 max. megohm 
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